Message 


From: KaneOl, Peter (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=PETER.KANE01] 

Sent: 6/14/2011 6:04:49 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James. Hanchett] 

Subject: RE: GC/MS Move 


I have the instrument ready to go. I will see you in the morning. 
My cell 
Thanks Pete 


From: Hanchett, James (DPH) 

Sent: Friday, June 10, 2011 2:08 PM 
To: KaneOl, Peter (DPH) 

Subject: GC/MS Move 

Hi Peter, 

Agilent Changed date of GC install to 6/20 so no problem with MS move. 

Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-2608 
Cel !■■■■■ 
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